15 U.S.C.

Law Index

Natural Ons Pipeline Company Monllily Siate-

menl (S01301-1S4)
Naiural Gas Policy Interim Price Tracking Sys-

lem (1PTS) (S0]30t~t81)

15U.S.C. 7171

Gas Supplies of Interstate Natural Gas Pipeline

Companies (S013Q1-162)
Report    of   Gas    Supply    and    Requirements

(S013Q1-163)

15 U.S.C. 751

Tertiary Enhanced Recovery Program (TERP)
(S01301-188)

15 U.S.C. 771-777

Coal     Supply     and     Transportation     Model

(S01301-172)

International Coal Trade Model (S01301-176)
National   Utility   Financial   Statement   Model

(SOt 301-174)
Short-Term  Coal  Analysis  System  (SCOAL)

(S01301-173}
Slate   Energy  Price  and   Expenditure  System

(EPEDS} (S0130f-i75)

15 U.S.C. 784-7908

Coal     Supply     and     Trans port at Ion     Model

(S01301-172)

International Coal Trade Model (301301-176)
National    Ulilily    Financial   Sinlernent    Model

(501301-174)
Short-Term   Coal   Analysis  System  (SCOAL)

(301301-173)
State   Energy   Price  and   Expenditure  System

(EPEDS) (S01301-17S)

16 U.S.C. 790 el seq,

Annual Quantity and Value of Natural Qos Re-
port (EIA 627) (SQ1301-180)

Gas Analysis Modeling System (GAMS)
(S01301-181I

Intermediate Futures Forecasting System (1FFS)
(S01301-183)

Outer Continental Shelf Model (S01301-182)

Simulntion Code for Estimating Needs in Alter-
native Reactor Introduction and Operation
Scenarios (S01301-1S4)

15 U.S.C. 790 note, 790a

Data Resources Directory (101301-010)

Datn Resources Directory (DRD) (SQ13Q1-171)

15 U.S.C. 7900
Regional Sharing (REGSHARE) (S01301-1S1)

15 U.S.C. 792

Automated  Cost  Calculation   System  (ACCS)

(301303-022)

Doiler Costing System (ItCS) (SOI303-OS3)
Cost of Capital Model (COCAP3) (S01303-OS1)
Prohibition Order Tracking System  (BRUCE)

(S01303-020)

15 U.S.C. 796

Automated EIA Respondent Reporting System

(AERRS) (301301-168)
Con! Distribution (EIA-6) (S013Q1-165)
Coal Reserves Data Base (S01301-I64)
Coke Plant Report (EIA-5/5A) (S01301-166)
Monthly Electric Bill Dai a for the Bureau of

Labor Statistics (SQ13Q1-12B)
Monthly Power 1'lanl Report (S01301-132)
Monthly Report of Cost and Quallly of Fuel for

Electric Plants (301301-139)
Monthly Statement of Electric Utility Opern-

tions-Revemies and Incomes (S013Q1-130)
Private   Electric   Utilities   Financial   Statistics

(Class A and B) (S01301-116)
Refiners' Monthly Cost Report (S01301~155)

Steam-Electric Plant Operation and Design Re-
port (S01301-135)

Supplemental Power Statement (S013Q1-131)
Typical Nel Monthly Dills (S01301-129)

IB U.S.C. 796-797

Coal     Supply     and     Transportation     Model

(S01301-172)

International Coal Trade Model (SQ1301-176)
National   Utility   Financial    Statement    Model

(301301-174)
Short-Term  Coal   Analysis   System   (SCOAL)

(S01301-173)
State  Energy   Price  and  Expenditure   System

(EPEDS) (301301-175)

16U.S.C. 906

Weather Modification Reporting Program
(500306-031)

15U.S.C. 1021
Budget System (300103-001)
Statistical Information System (500103-002)

15 U.S.C. 1022

Economic Report of the President (IOQ103-OOS)

15U.S.C. 1051-1127

Accounting System (S00308-001)

15 U.S.C, 1062 et seq.
Assignment Search Files (100308-001)
Patent Search Files (100309-003)
Trademark Search Files (100308-004)

15 U.S.C. 1062

Patent Application Locator nnd Monitoring Sys-
tem (PALM) (S00308-Q06)

15 U.S.C. 1062-1072

Non-Patent Scientific and Technical Lilerature

Collections (IQ030B-002)
Trademark Reporting and Monitoring System 2

(TRAM2) (300308-010)

1GU.S.C. 1161 elaeq.

Alloy Phase Diagrams Data Center of the Na-
tional Standard Reference Daln System
(NSRDS) (100305-001)

Aqueous Electrolyte Data Center (AEDC) of
(lie National Standard Reference Data System
(NSRDS) (100305-011)

Atomic Transition Probabilities (ATP) and A-
tomic Line Shapes and Shifts (ALS) Data
Center of the National Standards Reference
Data System (NSRDS) (100305-004)

Crystal Dala Center (CDC) of the Nnlional
Standard Reference Datn System (NSRDS)
(100305-005)

Diffusion In Mclals Data Center (DIMDC) of
the National Standard Reference Datn System
(NSRDS) (100305-003)

Fluid Mixtures Data Center of the National
Standard Reference Datn System (NSRDS)
(100305-006)

National Bureau of Standards Reference Ma-
terials Catalog (100305-026)

Photon and Charged-Particle Dalo Center of the
National Standard Reference Dnia System
(NSRDS) (I00305-QS1)

Publications of the National Bureau of Stand-
ards (100305-02?)

15U.S.C. 1151

Ceramic Phase Diagram Data Center of the Na-
tional Standard Reference Dala System
(I00305-Q3S)

15 U.S.C. 1151-1167

Directory of Computerized Data Files 1984
(100307-014}

Directory      of      Federal      Statistical      Files

(100307-013)

Economic Information Office (100300-014)
National Technical Information Service Biblio-
graphic Data llase (S003Q7-OQ1)

16 U.S.C. 1191 et seq.

Consumer Product Safety Commission Manage-
ment Information System (MIS)
(502100-001)

Human Factors Database (HUMF)
(502100-024)

Injury and Potential Injury Incidents
(502100-023)

15 U.S.C. 1211 et soq.
Human         Factors         Database        (IIUMF)

(303100-034)
Injury      and      Potential      Injury      Incidcnls

(S03100-023)

15 U.S.C. 1211-1214

Consumer Product Safety Commission Manage-
ment Information System (MIS)
(302100-001)

15  U.S.C. 1261 et seq.

Consumer Product Safety Commission Manage-
ment Information System (MIS)
(S02100-001)

Human Factors Database (HUMP)
(302100-024)

Injury and Potential Injury Incidents
(S02100-023)

16  U.S.C. 1409

National Accident Sampling System (NASS)
(301107-018)

Office of Defects Investigation Defects Informa-
tion System (DIS) (S01107-016)

15 U.S.C. 1471 et seq.
Consumer Product Safety Commission Mnnngc-

r nc in         Information         System         (MIS)

(302100-001)
Human        Factors        Database       (IIUMF)

(S02100-Q24)
Injury     and      Potential     Injury     Incidents

(S02100-OS3)

15 U.S.C, 1501 ot seq.

Business America (IQQ301-Q16)

Foreign Regulations Affecting U.S.
Textile/Apparel Exports (100301-000)

International Trade Administration Accounting
System (500301-032)

Major Shippers Report (Category and Country):
U.S. Cotton. Wool and Man-Made Fiber Tcx~
tiles nnd Apparel (100301-031)

Sources of Statistical Data, Textiles and Ap-
parel (100301-030)

16U.S.C. 1601
Commerce Publications Update (100300-0)8}

15 U.S.C. 1512

Accounting     and     Fund     Control     System

(S00310-001)

Annual Technical Progress Report (100310-002)
Businesses    Development     Reporting     System

(DDR) (300304-001)
Doing    Business    with    Communist    Countries

Scries (100301-034)
Electric Current Abroad (100301-045)
Export Administration Regulations (100301-039)
Export Trading Company Antitrust Certification

Tracking System (ETCACTS) (SQ03Q1-QS8)
Exposition Tracking System (S00301-OS7)
Fiscal    find    Procurement    Tracking    System

(FPTS) (S00301-026)
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